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BSaNDS INTRODUCED HATIQHaLLY IN 1991 


Brand Name 

Cigarette Ivpe 

Filter^ 

Tvpe 

l^roximate 
Cigarette 
Lenoth. mm 

l^proxlmate 
Filter 
Lenotb. nun 

Approximate 
Overwrap 
Length, mm 

Marlboro Medium (SP) 

Filter 

CA 

83 

27 

31 

Marlboro Medium (HP) 

Filter 

ca 

83 

27 

31 

Cambridge Lowest (SP) 

Filter 

CA 

84 

27 

32 

Cambridge Lowest (SP) 

Filter 

CA 

100 

32 

36 

Bristol l.owest (SP) 

Filter 

CA 

84 

27 

32 

Bristol Lowest (SP) 

Filter 

CA 

100 

32 

36 


‘All filtered products listed incorporate a ventilation system. 
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